5 : Saturday October 19, 1974 Page 7 


quarterback Terry make the stop. Fairfax won the game, 7-0. 
Wakefield SUN Photo--Brian O’Grady 


move in to ee Toe 


Forced out of the pocket, Fairfax 
Fitzpatrick scrambles around right end as 
defenders Jay Collina (28) and Ray Culpepper 


